IT Equipment Maintenance Renewals 
FY 2010 


Agency 



Site/Location 





Equipment Type Name Operating System 

Make 

Model 

Serial Number 

5X9 

Coverage 

7 X 24 
Coverage 

Hardware 

Coverage 

Only 

Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Server 

HP 

ProLiant ML350 

6J0BFSJ1L00F 

X 


X 

Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 42000n 

CNBX303037 

X 


X 

Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4000n 

USMB258995 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4000n 

USEC018085 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4 Plus 

JPGL062939 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4 Plus 

USFB278737 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4 Plus 

USFB278739 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

Lserjet 4000 

USEF089813 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4050 

USBC132418 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet 4250 

CRNXK48142 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet P3005d 

CNJID70242 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

HP 

LaserJet P3015 

VNBC99XOLJ 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

Xerox 

Phaser 3500 

MHB882724 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

Xerox 

Phaser 3500 

MHB896196 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

Xerox 

Phaser 3500 

MHB896449 

X 



Amherst 

Regional 

Office 

637 

N 

Pleasant 

St., 

Amherst, 

MA 

01003 

Printer 

Xerox 

Phaser 3500 

MHB896309 

X 
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IT Equipment Maintenance Renewals 
FY 2010 


Hardware & 

Software 




OS 

Coverage 

Specify Software 



Coverage 

Only 

Application 

Response Time 

Yearly Cost 


2-4 Hours On-Site 
Next Day 
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